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Boston Drug Laboratory 
, '1(617)983-6622 

' jx (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8;(l0-n;00 DRUG RECEIPT 9:00-I2:00 


2:00-4:00 


1:00-3:00 

City or Department: Haverhill Police 

Department 

Police Reference No.: 

Name and Rank of Submitting Officer: 

Detective 





Defendant(s) Name (last, first, initial): 

y 

/ 

To be completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 

Gross Weight Lab Number 




oif — 



1 


plastic bag containing 96 blue pills 







No. Date Analyzed: 

City; Haverhill Police Dept. (0 

Officer; Detective Melanson 

Amount; 96.0 Subst:TAB 

No. Cont: 1 Cont: pb 


Date Rec'd: 06/25/2010 
Gross Wt; 17.30 


No. Analyzed; 
Net Weight: 


Prelim: 



Findings: 


# Tests: / 

OXycoc-ib.^^ 


s 


.3 


Folk_OIG_PRR_070760 





DRUG POWDER ANALYSIS FORM 



No. of samples tested; 


AGENCY 





ANALYST 
Evidence Wt 


C&K 



PRELIMINARY TESTS 
Spot Tests 

"T-T^ 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 




MIcrocrvstalllne Tests 

Gold 

Chloride 


TLTA( )_ 

OTHER TESTS 



PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


RY TEST RESULTS 


a 


m 














MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Schedule 

Ingredients 

Active-Ingredient: Oxycodone Hydrochioride - 30 MG 

Excipients; Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 

♦ Color: Light Blue ^ 

Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsoiilic.com/lics/librariaii/PFDefaultActionId/pf.PrmtReady 9/24/2010 

Folk OIG PRR_070762 



Area Percent / Library Search Report 


Information from 
File Name r 
Operator j 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\1\data\SYSTEM6\10_0l_l0\746405.D 
DJR 

1 Oct 2010 11:20 

BLANK 

1 

DRUGS . M 
RTE 



Abundance TIC: 746405,D\data,nns 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


746405,D 


Tue Jun 07 09:38:27 2011 


Page 1 


Folk OIG PRR 070763 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator r 
Date Acquired : 
Sample Name r 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\ 1 \data\SYSTEM6\10_01__10\746406.D 
DJR 

1 Oct 2010 11:33 

OXYCODONE STD 

6 

DRUGS, M 
RTE 


Abundance TIC: 746406.b\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.507 

859809 

100,00 

100,00 


746406.D Tue Jun 07 09:38:30 2011 Page 1 


Folk OIG PRR 070764 










Area Percent / Library Search Report 


Information from Data File: 

File Name r C:\msdchein\l\data\SYSTEM6\10_01_10\746406.D 

DJR 

1 Oct 2010 11:33 

OXYCODONE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


6 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMVJ TOX2. L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# RT Library/ID 

CAS# 

Qual 

1 5,51 C:\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Average of 6.466 to 5,679 min,: 746406.D\data.ms (-) 


3i5 


Abundance 

80 

60 
40 
20 

0^^ j (’( ■(”(' I ! Vii 1'}^ i i j I i > Y i j I i‘| i‘ i i‘i jTt't'r i i‘j i i i V j-i-r-n-|"r'T"rr- 

m/z-> 20_40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


44 70 


230 


31 




IIS 140 


201 


188 


215 


84 98 I 161 176 ill j -- 

i, ,L il 1,1 ,il,, J. 'i.. Ba, , , ,ai,, i!, 'll liii ,ill, 

T'T'y 1 T i'"]"'’!"'* ) I } t i t t ♦ i i I ( I » I I p ] 1 + 1 1 . J ”j—J-*-)—j-- 


258 

i 272 286^?^ 


355 


Abundance 

80 

60 

40 

20 

0 ^ 


#148099: Oxycodone 


315 


230 


42 


70 


115 


140 


201 


187 


215 


16 28 i ,64 98 I f:, i 244 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


268 


-286' 


746406 .D 


Tue Jun 07 09:38:31 2011 


Page 2 


Folk OIG PRR 070765 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\1\data\SYSTEM6\10_01_10\74 64 0 8.D 
DJR 

1 Oct 2010 11:58 

BLANK 
KAC 
1 

DRUGS . M 
RTF 


Abundance TfC: 746408.b\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


746408.D Tue Jun 07 09:38:37 2011 Page 1 


Folk OIG PRR 070766 









Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name ; C:\msdchem\l\data\SYSTEM6\l0_01__10\746409.D 

Operator : DJR 

Date Acquired : ^^Oc^20^D 12:11 

Sample Name : 

Submitted by : KAC 
Vial Number : 9 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance TIC: 746409.DVdata,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.531 

3605901 

100.00 

100.00 


746409.D Tue Jun 07 09:38:40 2011 Page 1 


Folk OIG PRR 070767 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\data\SYSTEM6\l0_01_l0\746409.D 

Operator : DJR 

Date Acquired : 12:11 

Sample Name : 

Submitted by : KAC 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.53 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.460 to 5.792 min.: 746409.O\data.ms (-) 


315 


230 


44 


70 


31 


65 


I, I 84 

Jl, M it .1,1, 1.1, Ia,. 1 


116 140 
128 


201 


188 


244 272 286 


300 


169 

■^ f - r - y" i ^ -T^ ¥" i "yr - Y -T^ ¥y T "r - VHI' i 'V'j TTY i ^ j t ^i ; ‘i ] - r r? i y i '? 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


214 

1!;^ 


258 


329 


Abundance 

80 

60 

40 

20 

0 


#146102: Oxycodone 


315 


230 


m/z-> 


a: 

It 

2 7 

1 55 

1 , i'i .M 

0 

84 98 

K, 1. -J.-ti,. ! .li..,. 

115 
f 128 

jJv.., Av 

‘' 1 

4C 

' T ri J’l r 
^ 60 

(1 ^ i 1 ( f [ ) 1 

80 100 

''' 1'' 

120 


140 


159 175 


201 

1,^^ I 214 


268 




244 I 272 286 


r''i 1 r r T 5 I' V 


746409.D 


Tue Jun 07 09:38:41 2011 


Page 2 


Folk OIG PRR 070768 





















Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\msdchem\l\data\SYSTEM6\10 01 10\746411.D 

Operator 

DJR 

Date Acquired 

1 Oct 2010 12:37 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTB 


Abundance TIC; 746411.D\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


746411.D Tue Jun 07 09:38:46 2011 Page 1 


Folk OIG PRR 070769 







Area Percent / Library Search Report 


Infortnation from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\data\SYSTEM6\10_01_10\746412.D 

DJR 

1 Oct 2010 12:50 


KAC 

12 

DRUGS.M 
RTE 


Abundance TIC: 746412.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.531 

3406514 

100.00 

100.00 


746412.D Tue Jun 07 09:38:49 2011 


Page 1 


Folk OIG PRR 070770 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\msdchera\l\data\SYSTSM6\lO 

01 10\746412.D 

Operator 

DJR 


Date Acquired 

1 Oct 2010 12:50 


Sample Name 



Submitted by 

KAC 


Vial Number 

12 , 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2,L 


PK# RT 

Library/ID 

CAS# Qual 


1 5.53 Ct\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.460 to 5.816 min,: 746412,D\dafa,ms (-) 

3|6 



80 


60 

40 

20 


42 


230 


70 


Ji 


m/z-> 


40 60 


84 98 


115 140 201 

187 

1 , j! 


215 


258 


,1 J 244 'I 272286 


300 


329 


m 


I ]-n I i - f T-rr-f^-t-TTTYirTnrT-p-rT^^ 

60 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 


80 


60 


40 


20 


m/z--> 


42 


#148102: Oxycodone 


3 5 


230 


70 


40 


JL- 


60 


116 


140 


84 98 

k..^ . i. i\., I. ti. 


187 

159173 Hi 

-.ilU .'ll . 


201 


215 


268 


244 , 272286 ^?^ 


I I 1 T 1 j I I r ) I ri f V■J■Tt‘T■^y1rrT-^-rv-^^ l-ffI'f V m i j i i'l i ] i m t'f-v-i-rr-|-T-TT-rrr-rTT ) i i m } i i j i f i i 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


746412.D 


Tue Jun 07 09:38:49 2011 


Page 2 


Folk OIG PRR 070771 











Area Percent / Library Search Report 


Inforfnation from 
File Name : 
Operator i 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\ l\data\SYSTEM6\ 10_01__10\746423,D 
DJR 

1 Oct 2010 15:12 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 746423.D\ciala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


746423.D Tue Jun 07 09:39:00 2011 Page 1 


Folk OIG PRR 070772 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth r 
Integrator r 


Data File: 

C:\msdchem\l\data\SYSTEM6\10_01_10\746424.D 
DJR 

1 Oct 2010 15:25 

OXYCODONE STD 

6 

DRUGS . M 
RTE 


Abundance TIC: 746424,D\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.507 

1017522 

100.00 

100.00 


746424.D Tue Jun 07 09:39:03 2011 Page 1 


Folk OIG PRR 070773 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\msdchem\l\data\SYSTEM6\l0 

01 10\746424.D 


Operator 

DJR 



Date Acquired 

1 Oct 2010 15:25 



Sample Name 
Submitted by 

OXYCODONE STD 



Vial Number 

6 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTK 



Search Libraries: C: \Database\SLI,L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 5.51 C;\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 6,466 to 5-673 min.: 746424.0\ciata,ms {-) 


315 


44 


70 


230 




84 98 

- o 

. ijl, il 

I r T T T T'T' 

1,1 ,t iii.Li. 

T-TT-I-TIVt^ 


115 140 

128 
iL 


m/Z”> 

Abundance 

80 

60 

40 

20 

0 

m/Z’-> 




187 


201 


> 159 176 


215 


258 


244 


272 286 


-t4-i 


355 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


#148100: Oxycodone 


230 


201 


70 ' 




258 

[ 115, 

Ofi 58 84 98 , M f ^ 

.1, 1 

187 

f i i 1 { \ 

217 

t Ji, ,.J 

• 1 1 i ' i' j t '1 

: 244 

I 2^286 3°° 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 32o""34o" 


746424 .D 


Tue Jun 07 09:39:04 2011 


Page 


Folk OIG PRR 070774 
















